CHEMISTRY   IN   AMERICA
and later in the College of William and Mary, where he succeeded Robert Hare. There is no record of any scientific work done by the father, but, when we consider his sons, American scientists may well honor the name of Rogers.
"William B. was the founder and first president of the Massachusetts Institute of Technology. Henry D. was Chief of the Geological Survey of Pennsylvania, and afterward Professor of Geology in the University of Glasgow. James was more active in the promotion of technical or applied chemistry, especially in Philadelphia, where he followed the application of that science and succeeded to a remarkable degree. Upon the death of Robert Hare, he became his successor.
The fourth and youngest son, Robert E., was the chemist of the four. William B., the elder, was as a father to Robert, and it was under the direction of William and James that Robert E. received his training. His first chemical work was done when an assistant chemist on the Geological Survey, of which his brother, Henry D., was the Chief. In the Journal of the Franklin Institute, 1840, there appeared a paper on the determination of calcium as sulphate by Robert E. and Martin Boye. The new method described by them is simply the precipitation of calcium by means of sulphuric acid and alcohol, while the second part of the paper relates to the separation of calcium from magnesium by the same method.
It may not be out of place to note that Martin Boye was a Swede, who had graduated from one of the schools of technology in his country, and later (1844) took the degree of Doctor of Medicine from the University of Pennsylvania, and became a professor in the Boys' High School in
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